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THE AMERICAN ICE CREAM FREEZER. ~ 


Is offered to the Trade as a novelty of its kind. It has all the advantages of the 
higher priced Freezers, but is considerably cheaper, owing to its simplicity. Its 
peculiar advantages over other cheap Freezers now in the market are: 

A Oedar Tub, with Hoops of Galvanized Iron. 

A Revolving Oan, 

A Self-Adjusting Scraper, 

Ease of Removing and Replacing Can and Packing Ice. 

Material and Workmanship of the very best. 

SIZES, 2-Quart, 3-Quart, 4-Quart, 6-Quart, 

PRICE, $2.75 - 3.25 3.75 5.00 each. 


THE CROWN ICE CREAM FREEZER. 

SINGLE ACTION. 

Is recommended with confidence as equal to the best Freezers in the market, 
with some meritorious advantages not found in others. Prominent among 
which we mention: 

The Tub is made strong and of best quality Cedar, bound with Galvanized 
Iron Hoops. 

The (tearing is completely covered so that nothing can get between the Cogs. 
The Cross-Bar is arranged to give the greatest facility for Packing Ice. 
The Scraper is Self-Adjusting. 

The Workmanship and Material is of the very best. 

SIZES, 2-Quart, 3-Quart, 4-Quart, 6-Quart, 8-Quart, 10-Quart, 14-Quart, 

PRICE, $3.50 4.50. 5.50 7.00 9.00 11.00 I4 00eaoh. 

DOUBLE JLOTXOlsr. 

Has all the advantages of our Single Action Freezers. Is made 
with either Crank or Fly-wheel. The Cross-bar is arranged to swing 
up on one side of Tub to remove Can, while the Fly-wheel remains 
stationary on opposite side of Tub, and does not require to be lifted 
with Bar, as in other makes of freezers. The Gear Shaft and Fly¬ 
wheel Shaft are connected by means of a clutch, which engages and 
disengages by simply raising or lowering the cross-bar. 

SIZES, 8-Qt. 10-Qt. 14-Qt, 18-Qt. 24-Qt. 32-Qt. 

IITH FLT-IIEEl. — $16.00 20.00 25.00 30.00 37.50. 

DTI CUH. $10.50 13.00 16.50 21.00 25.00 - 

AMERICAN MACHINE C0. ( 

N. E. cor. Lehigh Ave. and American St., Philad’a. 

New York Branch Store, 128 Chambers St. 
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